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Toplayer Service Delivery Budget Implementation Plan for 2012/13 


Capital projects for the 2012/13 financial year 


1 Sub-Directorate [Rj 

GFS Classification [R] 

Project name [R] 

Funding source 
[R] 

Planned Start 
Date |R] 

Planned 
Completion 
Date |R] 

Ward [R] 


! 2012 August 2012 September 2012 October 2012 

November 2012 

December 2012 Janu 


ry 2013 February 2013 

March 2013 April 2013 May 2013 June 2013 

Total 

2012/2013 

Municipal Manager 

Municipal Manager 

Executive and council 

iVehicles 

CRR 

2012/07/01 

2013/06/30 : 

Inst 

83 300 

83 300: 

83 300 ; 

83 300 

83 300; 

83 300 

83 300; 

83 300 

83 300: 83 300 

83 500 

83 500 

1 000 000 

1000 000 

Municipal Manager 

Municipal Manager 

Executive and council 

;Equipment 

CRR 

2012/07/01 

2013/06/30 . 

Inst 

100 000 

100 000 

100 000 j 

100 000 

100 000 j 

100 000 

100 000 1 

100 000 

100 000: 100 000 

100 000 

100 000 

1200 000 

1200 000. ; 

Strategy & Social 
Development 

Special Projects 

Executive and council 

INDPG Grant (Neighbourhood Development 
! Participation Grant) 

NDPG 

2012/07/01 

2013/06/30 : 

All 














Corporate Services 

Property 

Administration 

Corporate services 

;Alterations / Upgrading Offices 

CRR 

2012/07/01 

2013/06/30 ^ 

Inst 

83 300 

83 300 

83 300 1 

83 300 

83 300 1 

83 300 

83 300 1 

83 300 

83 300 ; 83 300 

83 500 

83 500 

1 000 000 

1000 000^ ; 

Corporate Services 

Property 

Administration 

Corporate services 

jOffice Equipment 

CRR 

2012/07/01 

2013/06/30 : 

Inst 

25 000 

25 000 

25 000 1 

25 000 

25 000 1 

25 000 

25 000 1 

25 000 

25 000; 25 000 

25 000 

25 000 

300 000 

300 000: ; 

Financial Services 

Budget Office 

Budget and treasury 

jCentralising Municipal Stores 

CRR 

2012/07/01 

2013/06/30 ! 

Inst 

12 500 

12 500 : 

12 500 1 

12 500 

12 500 1 

12 500 

12 500 1 

12 500 

12 500 : 12 500 

12 500 

12 500 

150 000 

150 ooo! ; 

Strategy & Social 
Development 

Information 

Technology 

Corporate services 

jGeneral ICT needs 

CRR 

2012/07/01 

2013/06/30 : 

Inst 

66 600 

66 600 : 

66 600 1 

66 600 

66 600 1 

66 600 

66 600 1 

66 600 

66 600 66 600 

67 000 

67 000 

800 000 

800 000: ; 

Strategy & Social 
Development 

Information 

Technology 

Corporate services 

1 Disaster Recovery Site 

CRR 

2012/07/01 

2013/06/30 ! 

Inst 














Strategy & Social 
Development 

Information 

Technology 

Corporate services 

lit Platform Migration 

CRR 

2012/07/01 

2013/06/30 1 

Inst 

66 600 

66 600 : 

66 600 

66 600 

66 600 

66 600 

66 600 

66 600 

66 600: 66 600 

67 000 

67 000 

800 000 

800 000. ; 

■ Service Integration 

Housing 

Administration 

Housing 

llnstallation of Services 

CRR 

2012/07/01 

2013/06/30 ; 

All 

333 300 

333 300: 

333 300 ; 

333 300 

333 300 ; 

333 300 

333 300 ; 

333 300 

333 300: 333 300 

333 500 

333 500 

4 000 000 

4 000 000^ ; 

Engineering Services 

Water & Sanitation 

Waste water 

management 

1 Upgrading of Syphon at McGregor Sewerage 

CRR 

2012/07/01 

2013/06/30 1 

5 














Engineering Services 

Water & Sanitation 

Waste water 

management 

! Upgrading Waste Water Works Phase 3 

MIG/CRR 

2012/07/01 

2013/06/30 ; 

1,2,3 

854 000 

854 000: 

854 000 ; 

854 000 

854 000 ; 

854 000 

854 000 ; 

854 000 

854 000: 854 000 

854 500 

854 500 

10 249 000 

1258 650; 8 990 350; 

Engineering Services 

Water & Sanitation 

Waste water 

management 

; Upgrading Waste Water Works 

MIQ/CRR 

2012/07/01 

2013/06/30 1 

6,7 














Engineering Services 

Water & Sanitation 

Waste water 

management 

lUpgrading Of Sewer Rising Main Nkqubela 

CRR 

2012/07/01 

2013/06/30 

2 

33 300 

33 300: 

33 300; 

33 300 

33 300; 

33 300 

33 300; 

33 300 

33 300: 33 300 

33 500 

33 500 

400 000 

400 000 I 

Engineering Services 

Roads, Transport & 

Stormwater 

Road transport 

iResealing of Roads 

CRR 

2012/07/01 

2013/06/30 : 

All 

250 000 

250 000: 

250 000; 

250 000 

250 000; 

250 000 

250 000; 

250 000 

250 000^ 250 000 

250 000 

250 000 

3 000 000 

3 000 000 ; 

Engineering Services 

Roads, Transport & 

Stormwater 

Road transport 

j Infrastructure - Upgrading of Stormwater 
i Network Montagu 

CRR 

2012/07/01 

2013/06/30 

6.7 














Engineering Services 

Roads, Transport & 

Stormwater 

Road transport 

; Upgrading of Storm Water in Robertson 

CRR 

2012/07/01 

2013/06/30 : 

1 














Engineering Services 

Water & Sanitation 

Water 

; Upgrading Water Treatment Works Ashton 

CRR 

2012/07/01 

2013/06/30 

9,10 

306 600 

306 600 

306 600; 

306 600 

306 600 ; 

306 600 

306 600; 

306 600 

306 600. 306 600 

307 000 

307 000 

3 680 000 

3 680 000 ; 

Engineering Services 

Water & Sanitation 

Water 

;New Storage Dam at Gumgrove Dam - Robertson 

CRR 

2012/07/01 

2013/06/30 : 

1,2,3 

58 300 

58 300: 

58 300 j 

58 300 

58 300 j 

58 300 

58 300 i 

58 300 

58 3001 58 300 

58 500 

58 500 

700 000 

700 000: ; 

Engineering Services 

Water & Sanitation 

Water 

;Roof for Reservoir Bonnievale 

CRR 

2012/07/01 

2013/06/30 

4,8 














Engineering Services 

Water & Sanitation 

Water 

; Upgrading of Syphon, Robertson Phase 2 

CRR 

2012/07/01 

2013/06/30 : 

2 














Engineering Services 

Water & Sanitation 

Water 

jFencing Reservoirs McGregor 

CRR 

2012/07/01 

2013/06/30 

5 














Engineering Services 

Water & Sanitation 

Water 

j Bulk Water Provision McGregor 

MIQ/CRR 

2012/07/01 

2013/06/30 : 

5 

206 100 

206 lOO: 

206 100 1 

206 100 

206 100 1 

206 100 

206 100 1 

206 100 

206 100 206100 

206 390 

206 390 

2 473 780 

303 800: 2 169 980; 

Engineering Services 

Water & Sanitation 

Water 

i Replacements / Repairs; Network 

MIQ/CRR 

2012/07/01 

2013/06/30 

All 














Engineering Services 

Water & Sanitation 

Water 

; Replacement of Existing Switchgear Water 
; Purification Plant in Robertson 

CRR 

2012/07/01 

2013/06/30 : 

3 

20 800 

20 800 : 

20 800 ; 

20 800 

20 800 ; 

20 800 

20 800 ; 

20 800 

20 800: 20 800 

21000 

21000 

250 000 

250 000 ; 

Engineering Services 

Water & Sanitation 

Water 

; Replacement of Existing Switchgear Main Raw 
;Water Pump Station in Robertson 

CRR 

2012/07/01 

2013/06/30 ■ 

2 

41600 

41 600 : 

41 600 ; 

41 600 

41 600 ; 

41 600 

41 600 ; 

41 600 

41600: 41600 

42 000 

42 000 

500 000 

500 000' ; 

Engineering Services 

Water & Sanitation 

Water 

IMid Block System Robertson 

MIG/CRR 

2012/07/01 

2013/06/30 : 

1 

143 050 

143 050: 

143 050 ; 

143 050 

143 050 ; 

143 050 

143 050 ; 

143 050 

143 050: 143 050 

143 050 

143 050 

1716 600 

210 810: 1505 7901 

Engineering Services 

Water & Sanitation 

Water 

1 Montagu Water works 

MIQ/CRR 

2012/07/01 

2013/06/30 : 

7 














Engineering Services 

Electrical Engineering 

Electricity 

; Electrification Low Cost Housing; Dept of Energy 

Department of 
Energy/CRR 

2012/07/01 

2013/06/30 : 

All 

66 667 

66 667: 

66 667 ; 

66 667 

66 667; 

66 667 

66 667 ; 

66 667 

66 667: 66 667 

66 670 

66 670 

800 010 

361410 438 600; 

Engineering Services 

Electrical Engineering 

Electricity 

; Electrical Services for New Plot Developments 
'Robertson Industrial 

CRR 

2012/07/01 

2013/06/30 : 

2 














Engineering Services 

Electrical Engineering 

Electricity 

; Relocation of Electrical Connections for New 
'Housing Project 

CRR 

2012/07/01 

2013/06/30 

All 

16 600 

16 600 ! 

16 600 ; 

16 600 

16 600; 

16 600 

16 600; 

16 600 

16 600 ! 16 600 

17 000 

17 000 

200 000 

200 000 ; 

Engineering Services 

Electrical Engineering 

Electricity 

; Upgrading of Street lights 

CRR 

2012/07/01 

2013/06/30 : 

2 














Engineering Services 

Electrical Engineering 

Electricity 

iStreet Lighting Housing Projects 

CRR 

2012/07/01 

2013/06/30 

2 














Engineering Services 

Electrical Engineering 

Electricity 

iStreet Lights Muskadel Avenue Montagu 

CRR 

2012/07/01 

2013/06/30 : 

6 

15 000 

15 000 

15 000 ; 

15 000 

15 000; 

15 000 

15 000; 

15 000 

15 000: 15 000 

15 000 

15 000 

180 000 

180 000: 

Engineering Services 

Electrical Engineering 

Electricity 

;Street lights Road to Informal Settlement 

CRR 

2012/07/01 

2013/06/30 . 

4 














Engineering Services 

Electrical Engineering 

Electricity 

;New Street Lights Kruinsingel ; Bonnievale 

CRR 

2012/07/01 

2013/06/30 : 

8 














Engineering Services 

Electrical Engineering 

Electricity 

IHigh Mast Mthuthise (Open space between 
IWolhuter and Mthuthise Streets) ; 

CRR 

2012/07/01 

2013/06/30 ^ 

2 














Engineering Services 

; Electrical Engineering 

; Electricity 

; High Mast Lights c/o Ekuphumleni & Emianjeni ; 
IStreet ; 

CRR 

2012/07/01 1 

2013/06/30 : 

2 














Engineering Services 

; Electrical Engineering 

1 Electricity 

IHigh Mast Lights Nerina Street at the back of j 
1 Panorama ; 

CRR 

2012/07/01 1 

2013/06/30 ! 

3 














Engineering Services 

; Electrical Engineering 

1 Electricity 

IHigh Mast Lights Droeheuwel - 3 maste | 

CRR 

2012/07/01 1 

2013/06/30 : 

3 














Engineering Services 

; Electrical Engineering 

1 Electricity 

iReplace Prepaid Meters | 

CRR 

2012/07/01 1 

2013/06/30 

All 

20 800 

20 800 

20 800 ; 

20 800 

20 800 ; 

20 800 

20 800 ; 

20 800. 

20 800 20 800 

21000 

21000 

250 000 

250 000 ; 
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Capital projects for the 2012/13 financial year 





Funding source 

Planned Start 

Planned 










2012/2013 





[R] 


Date |R] 



■ 














Engineering Services 

Electrical Engineering 

Electricity 

1 Install 11 kV Switchgear - Bruwer and Olien 
iStreet 

CRR 

2012/07/01 

2013/06/30 : 

9 

10 800 

10 800 

10 800 

10 800 

10 800 

10 800 

10 800 j 

10 800 

10 800 

10 800 

11000 

11000 

130 000 

130 000 

Engineering Services 

Electrical Engineering 

Electricity 

;Upgrade 11 kV Une Goree 

CRR 

2012/07/01 

2013/06/30 . 

10 















Engineering Services 

Electrical Engineering 

Electricity 

1 Upgrade & Extend llkv network to North-West 
!& Waterworks Ashton 

CRR 

2012/07/01 

2013/06/30 : 

9&10 















Engineering Services 

Electrical Engineering 

Electricity 

jlnstall 11 kV Capasitors 

CRR 

2012/07/01 

2013/06/30 . 

4&8 















Engineering Services 

Electrical Engineering 

Electricity 

jUpgrade 11 kV Line to Angora 

CRR 

2012/07/01 

2013/06/30 . 

8 















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade 11 kV Line to Stormsviei and 
iKapteindrift 

CRR 

2012/07/01 

2013/06/30 j 

8 

12 500 

12 500 

12 500 

12 500 

12 500 

12 500 

12 500 j 

12 500 

12 500 

12 500 

12 500 

12 500 

150 000 

150 000. i 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade 11 kV Line from Nordale, Gieb de Kok 
;and Informal area 

CRR 

2012/07/01 

2013/06/30 I 

8 















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade 11 kV Line to Waterworks Bonnlevale 

CRR 

2012/07/01 

2013/06/30 

4&8 

8 330 

8 330 

8 330 

8 330 

8 330 

8 330 

8 330j 

8 330 

8 330 

8 330 

8 350 

8 350 

100 000 

100 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade 11 kV Line Church Street 

CRR 

2012/07/01 

2013/06/30 1 

5 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

5 000 

60 000 

60 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

Install 11 kV Cabel between DuToit en Parring 
:Substations 

CRR 

2012/07/01 

2013/06/30 j 

7 















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade 11 kV line to Poortjieskloof 

CRR 

2012/07/01 

2013/06/30 j 

7 

16 600 

16 600. 

16 600 

16 600 

16 600 

16 600 

16 6001 

16 600 

16 600 

16 600 

17 000 

17 000 

200 000 

200 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

1 Upgrade 11 kV feeder lines from Eskom 
ISubstation to Montagu Main Substation 

CRR 

2012/07/01 

2013/06/30 j 

6&7 















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrader 11 kV cabel feeder from White Street 

CRR 

2012/07/01 

2013/06/30 ■ 

1 

10 800 

10 800 

10 800 

10 800 

10 800 

10 800 

10 8001 

10 800 

10 800 

10 800 

11000 

11000 

130 000 

130 000 i 




















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade Ashton 11 kV Line 

CRR 

2012/07/01 

2013/06/30 : 

2 










Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade Eilandia 11 kV Line 

CRR 

2012/07/01 

2013/06/30 

5 










Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade Klaasvoogds 11 kV Line 

CRR 

2012/07/01 

2013/06/30 : 

2 

19 100 

19 100 

19 100 

19 100 

19 100 

19 100 

19 100 j 

19 100 

19 100 

19 100 

19 500 

19 500 

230 000 

230 000 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade Me Gregor / Boesmansrivier 11 kV Line 

CRR 

2012/07/01 

2013/06/30 

5 















Engineering Services 

Electrical Engineering 

Electricity 

1 Install Voltage Regulator Koningsrivier 

CRR 

2012/07/01 

2013/06/30 : 

5 















Engineering Services 

Electrical Engineering 

Electricity 

Install new llkV supply to Elandia 

CRR 

2012/07/01 

2013/06/30 . 

4 

83 300 

83 300 

83 300 

83 300 

83 300 

83 300 

83 300 j 

83 300 

83 300 

83 300 

83 500 

83 500 

1 000 000 

1 000 000 i 

Engineering Services 

Electrical Engineering 

Electricity 

jUpgrading Low-Voltage Networks - Ashton 

CRR 

2012/07/01 

2013/06/30 1 

9,10 















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrading Low-Voltage Networks - Bonnlevale 

CRR 

2012/07/01 

2013/06/30 . 

4,8 















Engineering Services 

Electrical Engineering 

Electricity 

jUpgrading Low-Voltage Networks - McGregor 

CRR 

2012/07/01 

2013/06/30 1 

5 















Engineering Services 

Electrical Engineering 

Electricity 

jUpgrading Low-Voltage Networks - Montagu 

CRR 

2012/07/01 

2013/06/30 . 

6,7 

6 250 

6 250 

6 250 

6 250 

6 250 

6 250 

6 250j 

6 250 

6 250 

6 250 

6 250 

6 250 

75 000 

75 000 i 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrading Low-Tension Reticulation Lines 

1 Montagu 

CRR 

2012/07/01 

2013/06/30 I 

6 

6 250 

6 250 

6 250 

6 250 

6 250 

6 250 

6 250j 

6 250 

6 250 

6 250 

6 250 

6 250 

75 000 

75 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrading Low-Voltage Networks Loop Street - 
1 Robertson 

CRR 

2012/07/01 

2013/06/30 j 

1 

7 080 

7 080 

7 080 

7 080 

7 080 

7 080 

7 080j 

7 080 

7 080 

7 080 

7 100 

100 

85 000 

85 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrading Low-Voltage Networks Pollack Street- 
1 Robertson 

CRR 

2012/07/01 

2013/06/30 j 

1 















Engineering Services 

Electrical Engineering 

Electricity 

lUpgrade Muskadel substation 

CRR 

2012/07/01 

2013/06/30 

10 















Engineering Services 

Electrical Engineering 

Electricity 

Telemetry System for Electrical Substations 

CRR 

2012/07/01 

2013/06/30 j 

4,6,7,8,9,10 

25 000 

25 000. 

25 000 

25 000 

25 000 

25 000 

25 000 i 

25 000 

25 000 

25 000 

25 000 

25 000 

300 000 

300 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

lUpgrading of Koelkamer Substation Montagu 

CRR 

2012/07/01 

2013/06/30 j 

6&7 















Engineering Services 

Electrical Engineering 

Electricity 


CRR 

2012/07/01 

2013/06/30 j 

2,3 


83 300 

83 300 

83 300 

83 300 

83 300 

83 300 

83 3001 

83 300 

83 300 

83 300 

83 500 

83 500 

1 000 000 

1000 000 j 

1 Robertson North and Extension 9 


Engineering Services 

Electrical Engineering 

Electricity 



2012/07/01 

2013/06/30 

































Engineering Services 

Electrical Engineering 

Electricity 

1 Replace 11 kV Auto- Reclosers Bonnlevale 

CRR 

2012/07/01 

2013/06/30 j 

9&10 

10 800 

10 800 

10 800 

10 800 

10 800 

10 800 

10 800 j 

10 800 

10 800 

10 800 

11000 

11000 

130 000 

130 000 j 

Engineering Services 

Electrical Engineering 

Electricity 

iReplace 11 kV Oil Switchgear Bonnlevale 

CRR 

2012/07/01 

2013/06/30 

4&8 















Engineering Services 

Electrical Engineering 

Electricity 

iReplace 66 kV Switchgear (Main, Goudmyn, Le 
IChasseur) 

CRR 

2012/07/01 

2013/06/30 : 

6&7 

20 800 

20 800 

20 800 

20 800 

20 800 

20 800 

20 800 j 

20 800 

20 800 

20 800 

21000 

21000 

250 000 

250 000 


Electrical Engineering 

Electricity 



2012/07/01 

2013/06/30 
















Engineering Services 





































Engineering Services 

Electrical Engineering 

Electricity 

jReplace Safety and Testing Equipment 

CRR 

2012/07/01 

2013/06/30 : 

Inst 

14 100 

14 100 

14 100 

14 100 

14 100 

14 100 

14 100 j 

14 100 

14 100 j 

14 100 

14 500 

14 500 

170 000 

170 000 1 

Engineering Services 

1 Electrical Engineering ; 

Electricity 

j Energy Efficient Projects 1 

CRR 

2012/07/01 

2013/06/30 

All 















Engineering Services 

: Electrical Engineering ; 

Electricity 

j New Connections I 

CRR 

2012/07/01 

2013/06/30 1 

All 

50 000 

50 000 

50 000 

50 000 

50 000 

50 000 

50 000 j 

50 000 

50 000 

50 000 

50 0001 

50 000 

600 000 

600 000. ! 

Engineering Services 

; Electrical Engineering ; 

Electricity 

j Replacements/ Repairs; Network | 

CRR 

2012/07/01 

2013/06/30 

All 

108 300 

108 300 

108 300 

108 300 

108 300 

108 300 

108 300 j 

108 300 

108 300 

108 300 

108 5001 

108 500 

1300 000 

1300 000 i 

Engineering Services 

; Electrical Engineering j 

Electricity 

j Replacements / Repairs: Street Lights | 

CRR 

2012/07/01 

2013/06/30 1 

All 

11 600 

11600 

11 600 

11 600 

11 600 

11600 

11 600 j 

11 600 

11600 

11600 

12 0001 

12 000 

140 000 

140 000 ! 
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Capital projects for the 2012/13 financial year 


Sub-Directorate [R) 

GFS Classification [R] 

Project name [R] 

Funding source 
[R] 

Planned Start 
Date |R] 

Planned 
Completion 
Date |R] 

Ward [R] 

2012 August 2012 September 2012 i 

October 2012 

November 2012 1 

December 2012 Jam 

uary2013 February 2013 

March 2013 April 2013 May 2013 June 2013 

1 Total 1 

2012/2013 

Engineering Services 

1 Electrical Engineering ; 

Electricity 

iNerina Street Flood Lights 

j CRR 

2012/07/01 

; 2013/06/30 : 

3 

8 330 

8 330: 

8 330; 

8 330 

8 330; 

8 330 

8 330; 

8 330: 

8 330: 

8 330 

8 350j 

8 350 

; 100 000 ; 

100 000 : j 

Engineering Services 

1 Electrical Engineering ; 

Electricity 

iStreet Lighting Johan de Jong Avenue 

1 CRR 

2012/07/01 

; 2013/06/30 

2 

8 330 

8 330. 

8 330; 

8 330 

8 330; 

8 330 

8 330; 

8 330 

8 330: 

8 330 

8 350| 

8 350 

; 100 000 ; 

100 000 1 

Engineering Services 

1 Electrical Engineering ; 

Electricity 

1 Upgrading of Streetlights 

CRR 

2012/07/01 

; 2013/06/30 : 

All 

8 330 

8 330. 

8 330; 

8 330 

8 330; 

8 330 

8 330; 

8 330: 

8 330: 

8 330 

8 350 

8 350 

; 100 000 ; 

100 000 : ; 

Engineering Services 

1 Electrical Engineering ; 

Electricity 

1 Install llkv Line From Goudmyn Substation to 
IGoudmyn llkv Line 

i CRR 

2012/07/01 

1 2013/06/30 . 

2,10 

6 600 

6 600: 

6 600| 

6 600 

6 600| 

6 600 

6 600| 

6 600. 

6 600| 

6 600 

7ooo; 

7 000 

1 80 000 1 

80 000. ; 

Engineering Services 

! Electrical Engineering ; 

Electricity 

; Install llkv Switchgear in Brinks Substation 

i CRR 

2012/07/01 

i 2013/06/30 : 

7 















Engineering Services 

1 Electrical Engineering ; 

Electricity 

; Replace llkv Switchgear Ashton Substation 

i CRR 

2012/07/01 

1 2013/06/30 . 

9 















Engineering Services 

iSolld Waste 

Waste management 

Transfer Stations Robertson 

MIG/CRR 

2012/07/01 

1 2013/06/30 : 

1,2,3 

54 100 

54 100 1 

54 100 1 

54 100 

54 100 1 

54 100 

54 100 1 

54 100: 

54 100 1 

54 100 

54 505; 

54 505 

1 650 010 1 

79 830: 570 180; 

Engineering Services 

iSolld Waste 

Waste management 

j Development of Transfer Stations Montagu 

i MIG/CRR 

2012/07/01 

1 2013/06/30 . 

7,8 

273 800 

273 800 

273 800 1 

273 800 

273 800 1 

273 800 

273 800 1 

273 800. 

273 800: 

273 800 

274 320; 

274 320 

1 3 286 640 1 

403 630. 2 883 010; 

Engineering Services 

Solid Waste 

Waste management 

jAcquisition of Wheelie Bins 

CRR 

2012/07/01 

1 2013/06/30 : 

1,3 

50 000 

50 000 : 

50 000 1 

50 000 

50 000 1 

50 000 

50 000 1 

50 000. 

50 000 

50 000 

50 000; 

50 000 

1 600 000 1 

600 000: ; 

Engineering Services 

;Solld Waste 1 

Waste management 

1 Purchase of Tractor and Scraper 

i CRR 

2012/07/01 

; 2013/06/30 

All 

62 500 

62 500 : 

62 500 ; 

62 500 

62 500 ; 

62 500 

62 500 ; 

62 500. 

62 500 : 

62 500 

62 500; 

62 500 

; 750 000 ; 

750 000. ; 

Engineering Services 

Solid Waste 

Waste management 

1 Fencing Bonnievale Existing Landfill Site 

■ CRR 

2012/07/01 

2013/06/30 : 

8 















Engineering Services 

Solid Waste I 

Waste management 

ILow Lifter and 30 Cubic Metre Skips 

i CRR 

2012/07/01 

; 2013/06/30 

All 

25 000 

25 000: 

25 000 ; 

25 000 

25 000 ; 

25 000 

25 000 ; 

25 000. 

25 000. 

25 000 

25 000; 

25 000 

; 300 000 ; 

300 000 ; 

Engineering Services 

Solid Waste : 

Waste management 

ILandfill Site 

MIG/CRR 

2012/07/01 

; 2013/06/30 1 

All 















Service Integration 

jCemetrles ! 

Community and social 
services 

IBuildIng of Toilets in Mcgregor 

i CRR 

2012/07/01 

; 2013/06/30 ; 

5 

8 330 

8 330: 

8 330; 

8 330 

8 330; 

8 330 

8 330; 

8 330; 

8 330: 

8 330 

8 350i 

8 350 

; 100 000 ; 

100 ooo; i 

Service Integration 

jCemetrles ; 

Community and social 

services 

1 Irrigation System in Robertson 

CRR 

2012/07/01 

; 2013/06/30 1 

1,2,3 

16 600 

16 600^ 

16 600 ; 

16 600 

16 600; 

16 600 

16 600; 

16 600 

16 600^ 

16 600 

17 000 1 

17 000 

; 200 000 ; 

200000; i 

Service Integration 

I Parks & Reserves ; 

Environmental 

protection 

1 Fencing in Ward 2 

j CRR 

2012/07/01 

; 2013/06/30 

2 

4 600 

4 600: 

4 600; 

4 600 

4 600; 

4 600 

4 600; 

4 600 

4 600: 

4 600 

5 000j 

5 000 

; 56 000 ; 

56 000 1 

Engineering Services 

iFire & Disaster j 

iManagement ■ 

Public safety 

lAcquisition of Fire Fighting Vehicle 

1 CRR 

2012/07/01 

; 2013/06/30 : 

All 















Engineering Services 

iFire & Disaster j 

iManagement ■ 

Public safety 

iConstruction of Fire Facility - Robertson 

j CRR 

2012/07/01 

; 2013/06/30 

1,2,3 
















Corporate Services Traffic Services iPublicsafety ;Taxi/Bus/Farm Vehicle Drop Off Point Terminals I CRR 2012/07/01 ; 2013/06/30 : All 


Corporate Services 

Traffic Services 

: , :steel Fencing For Traffic Offices At Robertson ; 

Publicsafety ' ; 

■ And Ashton ; 

CRR 

2012/07/01 

; 2013/06/30 

1,9 

8 330 

8 330 

8 330; 

8 330 

8 330; 

8 330 

8 330; 

8 330 

8 330; 

8 330 

8 350; 

8 350; 

100 000 ; 

100 000 ; 

Corporate Services 

;Traffic Services 

: , ICIosed Circuit Cameras ForTraffic Services 

Publicsafety ■ ; 

Admin Offices Robertson And Ashton 

CRR 

2012/07/01 

i 2013/06/30 : 

1,9 

12 500 

12 500; 

12 500 i 

12 500 

12 500 i 

12 500 

12 500 i 

12 500: 

12 500; 

12 500 

12 500; 

12 500 i 

150 000 i 

150 000: ; 

Strategy & Social 
Development 

;Youth Development 

;Community and social : . , 

' Upgrading of YAC ; 

:services ; 

CRR 

2012/07/01 

i 2013/06/30 ■ 

1 















Corporate Services 

libraries 

:Community and social . ' 

Building of Library in Nqubela 

:services ; 

Provincial 

Grant/CRR 

2012/07/01 

i 2013/06/30 : 

2 

166 600 

166 600; 

166 600 i 

166 600 

166 600 i 

166 600 

166 6001 

166 600: 

166 6OO; 

166 600 

167 000; 

167 ooo; 

2 000 000 i 

245 620: 1754 380; 

Corporate Services 

; Community Halls 

:Community and social ; . , ... 

' Upgrading of Community Hall Robertson ; 

:services ; 

CRR 

2012/07/01 

1 2013/06/30 ■ 

6 















Corporate Services 

; Community Halls 

;Community and social ;Upgrading of Community Hails - Chris Van Zyl | 

;services ;Hall ■ 

CRR 

2012/07/01 

1 2013/06/30 : 

8 

16 600 

16 600 : 

16 600 1 

16 600 

16 600 1 

16 600 

16 600 1 

16 600 

16 600 

16 600 

17 000; 

17 0001 

200 000 1 

200 000: ; 

Corporate Services 

; Community Halls 

;Community and social ; . ■ 

■ Rewire Electricity Community Hall - Robertson ; 

;services ; 

CRR 

2012/07/01 

1 2013/06/30 ■ 

5 

5 000 

5 000 

5 0001 

5 000 

5 0001 

5 000 

5 0001 

5 000 

5000: 

5 000 

5 000; 

5 0001 

60 000 I 

60 000' ; 

Corporate Services 

; Community Halls 

;Community and social ; . . ' 

i Purchasing Tables & Chairs - Montagu ; 

:services ; 

CRR 

2012/07/01 

; 2013/06/30 : 

7 

1900 

1900: 

19001 

1900 

19001 

1900 

19001 

1900: 

1900: 

1900 

2 375; 

2375; 

23 750 ; 

23 750: ; 

Corporate Services 

; Community Halls 

;Community and social ; . . 

i Purchasing Tables & Chairs - Ashton ; 

services ; 

CRR 

2012/07/01 

; 2013/06/30 1 

9 

1900 

1900: 

19001 

1900 

19001 

1900 

19001 

1900 

1900: 

1900 

2 375; 

2375; 

23 750 ; 

23 750 ; 

Corporate Services 

; Community Halls 

Community and social ' . » . . . 1 

; ;Purchasing Tables & Chairs - Bonnievale 

services ; 

CRR 

2012/07/01 

; 2013/06/30 : 

4,8 

1900 

1900: 

1900; 

1900 

1900; 

1900 

1900; 

1900: 

1900: 

1900 

2 375| 

2375; 

23 750 ; 

23 750: ; 

Corporate Services 

; Community Halls 

Community and social ■ . . 

; ;Purchasing Tables & Chairs - Robertson 

■services ■ 1 

CRR 

2012/07/01 

; 2013/06/30 1 

1 

1900 

1900: 

1900; 

1900 

1900; 

1900 

1900; 

1900 

1900: 

1900 

23751 

2375; 

23 750 ; 

23 7501 i 

Service Integration 

;Swimming Pools 

■Installation Of Separate water supply Robertson ; 
;Sport and recreation ; 

■North 

CRR 

2012/07/01 

; 2013/06/30 : 

5 















Service Integration 

;Swimming Pools 

:Sport and recreation lEstablising Rugby Field Bonnievale (Erf 174) 

MIG/CRR 

2012/07/01 

1 2013/06/30 : 

All 

1600 

I6OO: 

1600I 

1600 

1600I 

1600 

1600I 

1600 

1600 

1600 

2000; 

2OOOI 

20 000 1 

20 000: ; 

Service Integration 

; Sports Fields 

■Sport and recreation 'Upgrading of Cricket Ground (van Zyl Street) ; 

CRR 

2012/07/01 

1 2013/06/30 . 

1 

31600 

31600 

31 600 1 

31 600 

31 600 1 

31600 

31600I 

31 600 

31600 

31600 

32000; 

32 0001 

380 000 1 

380 000. ; 

Service Integration 

; Sports Fields 

ISport and recreation ^Construction of new Pavillion - McGregor ; 

CRR 

2012/07/01 

1 2013/06/30 

5 

25 000 

25 000 

25 000 1 

25 000 

25 000 1 

25 000 

25 000 1 

25 000 

25 000: 

25 000 

25 000; 

25 0001 

300 000 1 

300 000 ; 

Service Integration 

I Sports Fields 

1 Replace Existing Jukskel Putte and Rebuild It - 
;Sport and recreation ; . 

: ^ iCalliedeWet ; 

CRR 

2012/07/01 

; 2013/06/30 

1 















Service Integration 

1 Sports Fields 

^Install Underground Irrigation System on Entire ; 

;Sport and recreation ; . 

^ Field - Callie de Wet ; 

CRR 

2012/07/01 

; 2013/06/30 : 

1 

2 500 

2 500; 

2 500; 

2 500 

2 500; 

2 500 

2 500; 

2 500 

2 500: 

2 500 

2 500| 

2 500; 

30 000 ; 

30000; 1 

Service Integration 

: Sports Fields 

IConstruction of new Pavillion - Montagu King 
;Sport and recreation ; . . , 

■ Edward ; 

CRR 

2012/07/01 

; 2013/06/30 

7 















Service Integration 

: Sports Fields 

llnstail Underground Irrigation System on Entire ; 
;Sport and recreation ; .. . 

■ Field - Van Zyl Street Sportsground ; 

CRR 

2012/07/01 

; 2013/06/30 : 

8 















Service Integration 

1 Sports Fields 

llnstall Underground Irrigation System on Entire 
■Sport and recreation .... ... 

: ;Field/Replacegrass- Nkqubela 

CRR 

2012/07/01 

; 2013/06/30 

2 
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Revenue by Source for the 2012/13 financial year 


1 Line Item (200 chars) 

July 

August 

September 

October 

November 

December 

January 

February 

March 

April 

May 

June 


TOTAL 

Property rates 

30 424 740 













30 424 740 

Property rates - penalties & collection charges 

21667 

21667 

21667 

21667 

21667 

21667 

21667 

21667 

21667 

21667 

21667 

21667 


260 000 

Service charges - electricity revenue 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 

20 274 751 


243 297 010 

Service charges - \A/ater revenue 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 

2 773 106 


33 277 270 

Service charges - sanitation revenue 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 

904 955 


10 859 460 

Service charges - refuse revenue 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 

757 673 


9 092 080 

Service charges - other 















Rental of facilities and equipment 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 

136 473 


1 637 680 

Interest earned - external investments 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 

523 267 


6 279 200 

Interest earned - outstanding debtors 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 

135 000 


1 620 000 

Dividends received 















Fines 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 

273 346 


3 280 150 

Licences and permits 

111633 

111633 

111633 

111633 

111633 

111633 

111633 

111633 

111633 

111633 

111633 

111633 


1 339 590 

Agency services 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 

99 000 


1 188 000 

Transfers recognised - operational 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 

6152 500 


73 830 000 

Other revenue 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 

966 404 


11 596 850 

Gains on disposal of PPE 















Transfers recognised - capital 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 

1 739 667 


20 876 000 

TOTAL 

R 65 294181 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 

R 34 869 441 


448 858 030 
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